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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 06102 181458Z 
ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

072589 191326Z/45 

R 181355Z JUL78 
FM AMEMBASSY ATHENS 
TO USINT BAGHDAD 
INFO SECSTATE WASHDC 6782 
USDOC WASHDC 

UNCLAS ATHENS 6102 

E.O. 11652: N/A 
TAGS: BEXP, GR, IZ 

SUBJECT: ELECTRIC POWER/WATER DESALINATION 

REF: ABBOUSHI/TALIA JULY 1 1 BAGHDAD MEETING 

1 . AWNI ABBOUSHI, ATHENS OFFICE OF GENERAL ELECTRIC INTER- 
NATIONAL OPERATIONS CO. INC.. UNABLE REACH USINT BAGHDAD ON 
TELEX TODAY. 

2. ABBOUSHI WOULD BE GRATEFUL IF KHALID TAT. I A CAN PROVIDE 
NAMES OR DESIGNATIONS OF ANY FUTURE, UNCOMMITTED, COMBINED 
POWER/DESAL PROJECTS IN IRAQ. 

3. FOR EACH KNOWN PROJECT IT WOULD ALSO BE VERY HELPFUL FOR 
ABBOUSHI TO KNOW: 

A. WHO IS THE CUSTOMER. 


B. WILL PROJECT BE CONTRACTED ON A TURNKEY OR AN ISLAND BASIS. 


C. WHAT IS INTENDED CAPACITY IN MEGAWATTS AND IN MILLIONS 
OF GALLONS PER DAY. 


4. IF SUCH INFORMATION IS AVAILABLE, ABBOUSHI WOULD ALSO 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 ATHENS 06102 181458Z 


LIKE TO KNOW QUOTE THE OUTLOOK IN IRAQ, DURING THE NEXT TEN 
(10) YEARS, FOR NEW COMBINED POWER/DESAL PROJECTS ALREADY 
UNDER CONTRACT IN TERMS OF: 


A. TOTAL CAPACITY IN MEGAWATTS AND MILLIONS OF GALLONS PER 
DAY. 
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B. THE TREND IN TURNKEY VERSUS SEPARATE ISLAND CONTRACTS 
UNQUOTE. 

5. PLEASE ADVISE. 

MILLS 


UNCLASSIFIED 


NNN 
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